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The  Edwards  Pressed  Steel 
Ceilings  and  Walls 


^ the  following  jjages  we  show  a few  of  our  many  eorrectly  and  artistically 

modeled  Pressed  Steel  Ceiling  and  Side  Wall  Designs. 

Artistic  taste  ami  specially  devised  machinery  have  made  it  possible 
to  use  steel  for  Ceiling  and  Side  Wall  decoration.  It  is  more  healthful 
than  i)laster;  does  away  with  danijmess  in  buildings  incident  to  the  use  of 
plaster;  takes  a low  rate  of  insurance,  being  Fire  and  Waterproof;  very 
easily  ai>plied;  it  iin[)roves  the  acoustic  ])roperties  of  a room,  ami  by  the 
artistic  arrangement  of  panels  and  mouldings,  offers  possibilities  of  treat- 
ment hitherto  unattaineil. 

If  you  will  forward  plans  or  specifications  giving  dimensions  of  rooms 
to  be  covered,  we  will  i)repare  a detail  drawing  .showing  the  arrangement  of 
Plates,  Molding,  Filler,  Cornice,  etc.,  and  forward  same  together  with  a 
luni];  ])rice  for  sufficient  material  to  erect  the  ceiling  delivered  f.  o.  b.  your 
railroad  station. 

In  addition  to  being  highly  ornamental  and  attractive.  The  Edwards 
Pressed  ,Stecl  Ceilings  and  Walls  po.ssess  many  characteristics  of  a ilecidcdly 
utilitarian  nature,  which  would  seem  (juite  sufficient  to  alone  justify  tlieir 
slight  increase  in  a cost  over  lath  and  plaster. 

Closely  joined  so  as  to  make  them  easy  and  economical  to  install,  they  jiresent 
an  almost  air-tight  surface  and,  being  incombustible,  they  tend  to  greatly  protect 
floors  and  woodwork  in  case  of  fire,  and  have  many  times  by  preventing  tlie  spread 
of  flames  until  the  arrival  of  the  fire  department  saved  buildings  from  total  destruction. 

Being  of  light  weight  they  reduce  to  a minimum  the  strain  upon  trusses  and 
joists.  The.y  neither  crack  nor  fall  as  plaster  is  i)roven  to  do,  nor  shrink  and  tlry  out 
like  wood.  They  do  not  hold  disease  germs  or  vermin  and  can  easily  be  cleaner!  with 
sponge  and  water. 

The  field  for  Pressed  Steel  Ceilings  is  almost  universal  and  is  constantly  widen- 
ing. They  are  universally  used  in  dwellings,  vestibules,  a])artment  houses,  f)ath  rooms, 
kitchens,  franks,  buffets,  restaurants,  theaters,  jniblic  halls,  churches,  educational 
institutions,  and  are  largely  emirloyeil  in  establishments  where  heavy  goods  arc  handlrHl, 
the  resulting  jarring,  which  would  loosen  the;  irlaster,  producing  no  effect  on  the  steel 
sheets. 

The  Edwards  Pressed  Steel  Ceilings  and  Side  Walls  are  made  from  sheets  of 
mild  steel,  usually  of  2S  or  29  guage,  and  will  weigh  crated  about  70  lbs.  to  tlie  KM) 
scpiare  feet,  taking  a fourth  class  freight  rate.  They  are  given  a priming  coat  of  paint 
l)ot  h sides  before  shipping. 

To  make  the  irroirer  finish  this  should  be  supplemented  fry  at  least  two  coats 
of  |)aint,  laid  on  after  the  Ceiling  is  erected. 

Where  much  oil  is  used  in  the  i)aint  the  effect  is  a shiny  finish  that  has  a ten- 
<lencv  to  blunt  tlie  sharp  apiiearance  of  the  ])attern,  making  the  fact  that  the  ceil- 
ing is  stamped  very  olivious. 

Whit('  I, cad  and  Turpentine  with  just  enough  oil  to  give  it  a liody  will  produce 
a flat  effi'ct  somcwliat  resemliling  jilaster.  This  diffuses  the  light  better  than  a smooth 
surfaceand  gives  the  pattern  an  artistic  outline. 


FRENCH  RENAISSANCE 
METAL  CEILINGS  AND  WALLS 

Artistic  taste  and  specially  devised  machinerj^  have  made  it  possible  to  use 
Steel  for  Ceiling  and  Side  Wall  Decoration.  It  is  more  healthful  than  plaster  , does 
away  with  dampness  in  buildings  incident  to  the  use  of  plaster;  takes  a low  rate  of 
insurance,  being  Fire  and  Water  Proof,  very  easily  applied;  it  improves  the  acoustic 
properties  of  a room,  and  by  the  artistic  arrangement  of  panels  and  mouldings,  offers 
possibilities  of  treatment  hitherto  unattained. 

Our  designs  and  prices  are  attractive  and  we  want  an  opportunity  to  quote  you. 

THE  EDWARDS  MANUFACTURING  CO. 

IRON  AND  STEEL.  CINCINNATI,  OHIO,  U.  S.  A. 

„-.M.  ^ ■ 


HOW  TO  MEASURE  FOR  METAL  CEILINGS. 


First  take  the  actual  dimensions  of  room  in  feet  and  inches,  then  add  to  each  dimen-n 
sion  twice  the  depth  of  the  Cornice  to  be  used.  Add  to  this  4 inches  for  variation.  Fori  > 
example,  take  a room  the  measurements  of  which  are  15  feet  o inches  by  39  feet  o inches.!  I 
If  your  Cornice  extends  down  on  the  wall  12  inches,  add  24  inches  to  each  dimen-e  c 
sion,  and  then  add  4 inches  for  variation  to  each  dimension,  which  is  tabulated  as  follows,!  | 


Size  of  Room  IS  ft.  0 in.  x 39  ft.  0 in.  g 

Cornice 2 It.  0 in.  x 2 ft.  0 in.  3 

For  variation  0 ft.  4 in.  x 0 ft.  4 in. 

Total  17  ft.  4 in.  X 41  ft.  4 in. 


We  now  have  the  dimensions,  17  ft.  4 in  by  41  ft.  4 in.;  multiplied,  gives  the  actual 
number  of  square  feet  of  metal  in  the  entire  ceiling,  cornice,  etc.,  namely  716  square  feet. 

The  deeper  the  Cornice,  the  greater  the  cost  of  the  material.  The  selection  of  its 
depth  should  be  governed  by  the  height  of  ceiling.  For  a room  12  ft.  high  the  depth  of 
plate  must  be  considered  in  making  a selection  of  designs.  After  the  selection  has  been 
made  and  price  agreed  upon,  multiply  the  cost  of  the  metal  by  the  square  feet  in  the 
ceiling.  To  this  must  be  added  the  cost  of  labor^for  erecting. 


Metal  Ceilings  are  no  longer  considered 
a luxury — in  fact  they  are  almost  a neces- 
sity. Make  the  house  cool  in  summer  and 
warm  in  winter — absolutely  no  danger  from 
falling  plaster — no  re-papering  necessary. 


Send  us  a rough  sketch  of  room  or 
rooms  to  be  covered  (use  directions 
How  to  Measure)  and  we  will  prepare 
— without  any  charge  to  you — a detail 
drawing  showing  exactly  how  the  ceil- 
ing will  look,  and  forward  same,  to- 
gether with  a lump  price  for  material 
delivered  f.  o.  b.  your  railroad  station. 


FRENCH  RENAISSANCE.  FRENCH  RENAISSANCE 


Side  Wall  Design  No.  2177. 


List  Price  based  on  room  20  x 60  x 12 
feet,  $10.69  per  100  square  feet. 


Side  Wall  Design  No.  2176. 


List  Price  based  on  room  20  x 60  x 12 
feet,  $12.03  per  100  square  feet. 
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French  Renaissance. 


Design  No.  2139 


List  Price  based  on  room 
20x60  feet,  $11.73  per  100 
square  feet. 


French  Renaissance. 


French  Renaissance. 

Design  No.  2136 

List  Price  based  on  room 
20x60  feet,  ®12.48  per  100 
square  feet. 


Digitized  by  the  Internet  Archive 
in  2017  with  funding  from 
Columbia  University  Libraries 
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DIRECTIONS  FOR  MEASURING 


1' irst  take  the  actual  (liiiicnsions  ol  till'  room  in  tcct  and  inches,  then  add  to 
each  (hniension  twice  tlie  ileplli  ol  tlie  C'oinice  to  be  used.  Add  to  tlii.s  1 inelies  lor 
variation.  I’or  example,  take  a room  the  measurements  ol  which  are  In  leet  0 inches 
by  d'.l  I'ect  0 inches. 

If  your  cornice  extends  down  on  the  wall  12  inches,  add  24  inches  to  each  dina  n- 
sion,  and  then  add  4 inches  for  variat  ion  to  each  dimension,  w hich  is  tabulated  as  follows: 


Size  of  room  Id  It.  ()  m.  x d!l  It.  0 in. 

Cornice' 2 ■'  0 " x 2 “ 0 " 

For  variat  ion b " 4 '■  x 0 “ 4 ‘‘ 


'I'otal 17  ft . 4 in.  x 41  ft . 4 in. 


We  now  have  the  ilimensions,  17  It.  4 in.  x It  tt.  4 in.;  multiplied,  gives  the 
actual  number  of  sepiare  feet  of  metal  in  the  entire  ceiling,  coriuee,  etc.,  namely,  71(1 
sepiari'  feet.  Do  not  deduct  for  openings  in  the  ceiling,  such  as  stairways,  skylights, 
elevator  openings,  c'tc.,  uidess  t hey  exceed  lOO  scpiare  leet  each. 

44ie  deeper  tlu'  cornice,  the  greater  the  cost  of  the  material.  4'he  selection 
of  its  depth  should  be  go\'erned  by  the  height  of  the  ceiling.  For  a room  12  ft.  high 
the  depth  of  plate  must  be  considered  in  making  a seh'ction  of  (h'signs.  .Vfter  the 
Selection  has  l)cen  made  and  the  pri<-e  agre('d  upon,  multi|)ly  the  cost  of  the  metal 
by  t he  scpiare  feet  in  the  ceiling.  4'o  t his  must  be  added  the  cost  of  labor  for  erecting. 


SPECIAL  NOTICE 


W ith  every  Pressed  Steel  Ceiling  sold  we  must  furnish  a drawing  showing  tlic 
arrangement  of  .Metal,  also  a packing  sli|)  w hich  contains  an  itemized  list  of  all  material, 
together  with  catalog  number  and  size  of  each  pic'ce;  the  Bill  of  Lading  shows  in  how 
man\'  crates  or  boxes  the'  material  was  shi])ped,  therc'forc'  the  first  thing  to  do  upon 
r('cei|)l  of  ceiling  material  is  to  see  that  you  ha\'('  the  proper  number  of  crates  and  lioxes. 
The  contents  of  c'ach  cralc'  should  be  inspc'cted  and  counted,  and  with  our  catalog 
and  draw  ing  to  guide  you,  check  olT  the  items  on  packitig  slip. 

.Ml  our  ceiling  material  is  CdlliCKFD  and  Cttl'XTFD  TWTCl-',  before  leaving 
our  house,  but  should  any  mistake  or  shortage'  ('xist  in  the  original  shipment,  we  will 
upon  bc'ing  notific'd,  n;ake  corrc'cl ioti : ])rovided,  howevc'r,  that  notice'  is  given  BJoFtdihi 
you  steirt  to  c're'ct  ce'iling.  The'  ne'xt  stc'])  will  be'  to  thorougldy  c'xamine  :uid  n.ake 
yourse'lf  familieir  with  the'  arrangement  of  the  ce'iling  iis  shown  on  drtewing.  This 
drtiwing  is  usuedly  dnewn  to  a one'  epiartcr  inch  scale';  tluit  is,  every  cpiarter  inch  on 
the'  drtiwing  re'ju'e'se'nts  a foot  of  the'  actueil  size'  eef  the'  room.  This  drawing  is  always 
made'  strictly  in  ae'e'eerehitie'e'  with  the  n'.etesure'tne'nt s ami  infe)rm:»tie)n  fnrnislie'd  us; 
tlterefeere',  shemlel  there  be'  a mistake  eef  any  kinel  in  this  elrawing,  we'  sheenhl  benotifieel 
before  yem  steirt  te)  e'rect  e'eiling. 

The'  geeoels  shiitpe'el  will  eove'f  the'  space  sheewn  etn  elrawing,  lent  no  more.  If 
any  waste  is  caused  by  nus-cut  t ing,  or  if  the'  me'astirements  you  furnishe'ei  were  not 
correct  ami  more  materitil  is  tie'e'eh'el,  we'  will  only  clnirge  for  same  at  pre)  rata,  exjtrp.ss 
or(freight  charges  aeleh'd. 
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French  Renaissance 


DESIGN  No.  2117. 


Composed  of  Ceiling  Plates  1721-35,  Filler  1727,  Cornice  1718. 

List  Price  based  on  Room  20  x 60  feet,  $11  25  per  100  Square  Feet. 

“ “ “ “ 18  X 25  “ 11  93  “ “ 

“ “ “ “ “ 12x15  “ 12  49  “ “ 


( '()  I'll  ice  drop.'  on  wall  Id  inchc',  add  o fl . 0 inclic,'  I o Icngl  h and  width  of  room  to 
•allow  for  cornha' and  \ari,a;ion.  hcforc  cahailat  ing  the  nnmhnr  of  .'(inare  feel  laaiuircd 
for  1 his  di'sign. 


French  Renaissance 
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DESIGN  No.  2119. 


Composed  of  Ceiling  Plates  1719,  Filler  1765,  Cornice  1781. 

List  Price  based  on  Room  20  x 60  feet,  $11  08  per  100  Square  Feet. 

“ “ “ “ “ 18  X 26  “ 11.73  “ “ “ “ 

“ “ “ “ “ 12  X 16  “ 12  97  “ “ “ “ 


Cornice  (lrop.<  on  wall  1.5’ 2 inclic.',  aihl  2 ft.  7 inchc.-;  to  length  ami  width  of 
rooin  to  ;dlo\\  lor  cornice  and  variation  before  calculating  t he  tititnher  of  s(|narc  feet 
rcriuired  for  this  design. 
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French  Renaissance 


DESIGN  No.  2129. 

Composed  of  Ceiling  Plates  1720,  Filler  1766,  Cornice  1812. 

List  Price  Based  on  Room  20  x 60  ft.  $11  08  per  100  Square  Feet. 

“ “ “ “ “ 18  X 26  “ 11  73  “ “ 

“ “ “ “ “ 12  X 15  “ 12  97  “ “ 

( 'uriiii-c  (Iriips  (in  \\:ill  S in(■ll(■^,  ailil  1 II.  s inclic."  In  Icnglli  and  widlli  of  rooii) 
to  allow  lor  cornii'i'  and  xarialion.  licldrc  (adcnlal  ini:  the  nninhcr  of  .'-(inarc  feel  re- 
(|nircd  for  i lii>  dcMpn. 


French  Renaissance 


I ’age  Five 


DESIGN  No.  2121. 


Composed  of  Ceiling  Plates  1721,  Filler  1727,  Cornice  1718. 

List  Price  based  on  Room  20  x 60  feet,  $11  72  per  100  Square  Feet. 

“ “ “ “ “ 18  X 25  “ 12  09  “ “ 

“ “ “ “ “ 12  X 15  “ 12  83  “ “ 

Cornice  drops  on  wall  Id  inches,  add  tl.  I)  inches  to  length  and  wiilth  of  room 
to  allow  for  cornice  and  variation,  before  ealenlaling  the  nuinlier  of  spnare  feet 
reciuirt'd  for  this  design. 
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French  Renaissance 


DESIGN  No.  2122. 


Composed  of  Ceiling  Plates  1722,  Border  1744-1746,  Filler  1766,  Cornice  1780. 

List  Price  based  on  Room  20  x 60  feet,  $11  94  per  100  Square  Feet. 

“ “ “ “ “ 18  X 26  “ 12  14  “ “ 

“ “ “ “ 12  X 16  “ 13  04  “ “ 

( '( irnicc  ( ||■( i] )?-  < ill  wall  I s iiiclic.';,  add  3 f t . 1 iiiclics  to  Icngl  li  and  width  of  room 
to  allow  for  cornice  and  \ arialion  before  eaUailat ing  the  number  of  .';(|uan'  feet  re<iuirofl 
for  t hi>.  doign. 


French  Renaissance 


F^age  Seven 


DESIGN  No.  212S-A. 

Composed  of  Ceiling  Plates  1728,  Filler  1765,  Cornice  1779. 

List  Price  based  on  Room  20  x 60  feet,  $ 9 48  per  100  Square  Feet. 

“ “ “ “ “ 18  X 26  “ 9 87  ••  “ 

“ “ “ “ “ 12  X 15  “ 10  63  “ “ 

('ornicc  (Inip,"  on  wall  1 inclic.'.  add  1 ft.  (I  inches  In  Icngt li  an<l  widi li  of  room  t o 

allow  for  cornice  and  variation,  before'  calculating  the  number  of  ,';(iuari'  feet  refiuire'd 
for  tiiis  de.^ign. 
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French  Renaissance 


DESIGN  No.  2129. 

Composed  of  Ceiling  Plates  1729,  Filler  1765,  Cornice  1778. 

List  Price  based  on  Room  20  x 60  feet,  $ 9 48  per  100  Square  Feet. 

“ “ “ “ “ 18  X 25  “ 9 87  “ “ 

“ “ “ “ “ 12  X 15  “ 10  53  “ “ 


( 'i)rni('(‘  (li 
allow  for  coinicc 
for  I his  ilr'iiiii. 


o|)son\\  all  I inches,  aild  1 fl . (I  inches  to  lengt  h ami  widi  h of  room  lo 
and  N'.ari.i  I ion.  before  caleulalini^  I he  number  of  .s(|uare  feel  required 


French  Renaissance 


Page  Nine 


DESIGN  No.  2136. 


Composed  of  Ceiling  Plates  1736,  Filler  1763-1764,  Cornice  1781. 

List  Price  based  on  Room  20  x 60  feet,  $12  48  per  100  Squrae  Feet. 

“ “ “ “ “ 18  X 25  “ 13  10  “ “ “ “ 

“ “ '■  “ ■>  12  X 16  “ 13  90  “ “ “ “ 

Coriucc  (ln>|»  on  wall  l.'>'._.  inclic-,  add  '2  ft.  7 iiiclic.-  to  Iciigtli  and  width  of 
rootn  to  allow  for  cornice  at\d  variation,  before  eahailating  the  number  of  >(|uare  feet 
retiuired  for  thi^  doign. 
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French  Renaissance 


DESIGN  No.  2138. 


Composed  of  Ceiling  Plates  1738,  Filler  1766,  Cornice  1781. 

List  Price  based  on  Room  20  x 60  feet,  $11  72  per  100  Square  Feet. 

“ “ “ “ “ 18x26  “ 12  44  “ “ 

“ “ “ “ “ 12  X 16  “ 13  63  “ “ “ “ 

('(irnicc  drops  on  wall  1 3 ' ■_>  inclics,  mid  2 fl . 7 inclics  (o  lengtli  aiul  width  of 

room  to  allow  for  coriuco  and  N'arial  ion.  hoforc  calculating  the  nund)cr  of  S(]uare  feet 
rcipiircil  for  t his  dc>ii;n. 


French  Renaissance 


l^age  Eleven 
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DESIGN  No.  2141. 


Composed  of  Ceiling  Plates  1740,  Filler  1763-1764,  Cornice  1781. 


List  Price  based  on  Room  20  x 60  feet,  $12  48  per  100  Square  Feet 
‘ “ “ “ “ 18  X 25  “ 13  10  “ “ 

“ “ “ “ “ 12  X 16  “ 13  90  “ “ “ “ 


Cornice  drojis  on  wall  i:;i.>  inche.'S.  add  2 ft  7 inrho^ 
room  to  allow  for  cornice  .and  variation,  before  e.aliailat inir 
rc(|iiir('u  lor  (his  ilcsi^n. 


to  Icnelli  and  width  of 
t he  number  of  square  feet 
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French  Renaissance 


DESIGN  No.  2143. 


Composed  of  Ceiling  Plates  1737,  Mold  1747,  Filler  1727,  Cornice  1718. 

List  Price  based  on  Room  20  x 60  feet,  $14  03  per  100  Square  Feet. 

“ “ “ “ “ 18  X 25  “ 14  12  “ “ 

“ “ “ “ “ 12  ,r  16  “ 14  43  “ “ 

('oriiicc  (IrDp.'  on  wall  Iti  inches,  ;i(l(l  H ft.  0 inches  to  length  and  width  of  I'ootii 

to  .allow  foi'  eorniee  atid  variation,  Ixfore  eahailating  the  nutilxr  of  s(]i;ai'e  feet. 
re(nnre<l  for  t his  design. 


French  Renaissance 


I’age  Thirteen 


DESIGN  No.  2166. 

Composed  of  Ceiling  Plates  1866,  Filler  1727,  Cornice  1718. 

List  Price  based  on  Room  20  x 60  feet,  $11  72  per  100  Square  Feet. 

“ “ “ “ “ 18x26  “ 12  09  “ “ 

“ “ “ “ “ 12  X 16  “ 12  83  “ “ 

( 'ornicr  ilnqis  on  wall  Hi  iiichrs,  add  ii  ft . II  inclics  to  haigl  h tiiid  widt  li  of  room  to 

allow  tor  coniici'  an<l  \':iri:it  ion,  licforc  calcidtit  ing  t he  number  of  s(|Uarc  fort  re(iuireil 
for  this  design. 
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French  Renaissance 
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SIDE  WALL  DESIGN  No.  2177. 

Composed  of  Side  Wall  Plate  1777,  Cornice  1781,  Wainscot  1767,  Wainscot  Rail  1772. 

List  Price  based  on  Room  20  x 60  x 12  feet,  $10  69  per  100  Square  Feet. 

“ “ “ “ “ 18x26x12  “ 10  60  “ “ “ 

“ “ “ “ “ 12x16x10  “ 10  67  “ “ 

Coniice  (li()|)s  on  wall  133^  inclios,  add  2 ft.  4 inclu's  to  Itaigtli  and  width  of 

room  to  tillow  for  cornice  and  v;iri:itioti,  before'  ctilcnlal inp:  t lie  numlx'r  of  .'Square  feet 
required  for  thi.s  de.sip:n. 


French  Renaissance 


l^age  Fifteen 


SIDE  WALL  DESIGN  No.  2180. 

Composed  of  Side  Wall  Plate  1776,  Cornice  1781,  Wainscot  1767,  Wainscot  Rail  1772. 

List  Price  based  on  Room  20  x 60  x 12  feet,  $11  84  per  100  Square  Feet. 

“ “ “ “ “ 18  X 26  X 12  “ 11  72  “ “ 

“ “ “ “ “ 12  X 16  X 10  “ 11  83  “ “ “ “ 

C'omicc  (Inqis  on  wall  13' 2 inches,  add  2 ft,  4 inches  to  len<rth  and  width  of 
rooin  to  allow  for  cornice  and  varitition,  before  calculating  the  number  of  square  feet 
required  for  this  design. 
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Italian  Renaissance 


DESIGN  No.  1998. 

Composed  of  Ceiling  Plates  1800,  Border  Plate  1806,  Corner  Plate  1801,  Cornice  with 

Filler  1806. 

List  Price  based  on  Room  18  x 68  feet,  $11  06  per  100  Square  Feet. 

“ “ “ “ “ 18  X 26  “ 12  42  “ “ 

“ “ “ “ “ 14  X 18  “ 12  91  “ “ 

Note.  In  applying  above  design,  we  recommend  ’ o inch  solid  sheathing  be  used. 

( 'ornicc  drops  on  wnll  (i  inclirs,  a<l<l  Ml.  1 inches  lo  l('ngl  h and  widt  li  of  room  to 
tdlow  for  cornice  and  \ari.alion,  before  ealeulat ing  llie  number  of  s(]U:ire  feel  recpiired 
for  I liis  design. 


Italian  Renaissance 


l’a(>e  Seventern 


DESIGN  No.  2001. 


Composed  of  Ceiling  Plates  1804,  Mold  1793,  Cornice  with  Filler  1806. 

List  Price  based  on  Room  21  x 61  feet,  $16  47  per  100  Square  Feet. 

“ “ “ “ “ 16x26'-,  “ 16  94  “ “ 

“ “ “ “ “ 12  X 16  “ 16  09  “ “ “ “ 

Note.  In  applying  above  design,  we  recommend  ' 2 inch  solid  sheathing  be  used. 
Coniici'  drops  on  wall  tl  inches,  add  1 ft . 4 incln's  to  haigth  and  width  of  room  to 
allow  for  cornice  and  variation,  before  eahatlating  the  miniber  of  s(|nare  feet  retjuired 
for  this  design. 
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Colonial 


DESIGN  No.  1924-D. 


Composed  of  Ceiling  Plates  1624,  Filler  1766,  Cornice  1644. 

List  Price  based  on  Room  20  x 60  feet,  $11  72  per  100  Square  Feet. 

“ “ “ “ ” 18  X 26  “ 12  44  “ “ 

“ “ “ “ “ 12  X 16  “ 13  63  “ “ “ “ 

Cornice  drops  on  wall  UC  iin’lics,  a(l<i  1 ft.  11  inchi's  to  length  and  width  of 

room  to  allow  for  eoiniee  and  variation,  before  calculating  the  numlx'r  of  square  feet 
napiired  for  t his  design. 


Colonial 
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DESIGN  No.  1933. 


Composed  of  Ceiling  Plates  1620-1706,  Mold  1696,  Filler  1766,  Cornice  1843. 

List  Price  based  on  Room  20  x 60  feet,  $12  86  per  100  Square  Feet. 

“ “ “ “ “ 18  X 26  “ 13  26  “ “ 

“ “ “j  “ “ 12  X 16  “ 14  66  “ “ “ “ 

Cornice  drops  on  wall  0 inches  add  1 ft.  ID  inches  to  length  and  width  of  room  to 
allow  for  cornice  and  variation,  before  calculating  the  number  of  stpiare  feet  retpiired 
for  this  design. 
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Colonial 


DESIGN  No.  1934. 


Composed  of  Ceiling  Plates,  1620-1706,  Mold  1696,  Filler  1766,  Cornice  1844. 

List  Price  based  on  Room  20  x 60  feet,  $12  90  per  100  Square  Feet. 

“ “ “ “ “ 18x26  “ 13  30  “ “ 

“ “ “ “ “ 12x16  “ 14  61  “ “ “ “ 

Cornice  drops  on  wall  12  inches,  add  2 ft.  4 inches  to  length  and  width  of  roorn  to 

allow  for  cornice  and  vtiriation,  before  ctdculating  the  miinber  of  s()uarc  feet  required 
for  this  design. 


Gothic 


Page  r wenly-one 


DESIGN  No.  1966. 


Composed  of  Ceiling  Plates  1666,  Mold  1674,  Filler  1689,  Cornice  1672. 

List  Price  based  on  Room  20  x 60  feet,  $11  90  per  100  Square  Feet. 

“ “ “ “ “ 18x26  “ 1192  “ “ 

“ “ “ “ “ 12x16  “ 13  00  “ “ “ “ 

Cornice  (Irop.s  on  wall  7 inches,  add  1 ft.  I)  indies  to  length  and  widtli  of  room  to 
allow  for  cornice  and  variation,  before  calculating  the  number  of  square  feet  rciiuired 
for  this  design. 
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Gothic 


DESIGN  No.  1966. 


Composed  of  Ceiling  Plates  1666,  Mold  1674,  Filler  1689,  Cornice  1671. 

List  Price  based  on  Room  20  x 60  feet,  $12  00  per  100  Square  Feet. 

“ “ “ “ “ 18  X 26  “ 14  86  “ “ “ “ 

“ “ “ “ “ 12  X 15  “ 14.21  “ “ 

( 'on lice  drops  on  wall  IM  inches,  add  2 ft . (>  inches  to  lengt h and  widt h of  rooin  to 

allow  for  cornice  and  variation,  before  ealeulating  the  nuinher  of  stiuare  feet  required 
for  t his  design. 


Gothic 


f^age  Twenly-three 


DESIGN  No.  1968. 


Composed  of  Ceiling  Plates  1668,  Mold  1674,  Filler  1689,  Cornice  1671. 

List  Price  based  on  Room  20  x 60  feet,  $12  00  per  100  Square  Feet. 

“ “ “ “ “ 18  X 26  “ 14  77  “ “ “ “ 

“ “ “ “ “ 12  X 15  “ 14  28  “ “ “ 

C’ornice  (lr()i)s  on  wall  lo  inches,  add  2 fi.  (i  inches  to  length  and  width  of  room  to 

allow  tor  eorniee  and  \arialion,  hel'ore  ealenlating  t he  miniher  of  s(|nare  feel  reciuired 
for  thi.s  design. 
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Gothic 


DESIGN  No.  1988. 

Composed  of  Ceiling  Plates  1688,  Mold  1674,  Filler  1689,  Cornice  1672. 

List  Price  based  on  Room  20  x 60  feet,  $11  90  per  100  Square  Feet. 

<<  “ “ “ <«  18  X 25  “ 11  91  “ “ “ “ 

<<  “ «<  <<  “ 12x16  “ 13  00  “ “ “ “ 

Cornice  drops  on  \v;dl  7 inches,  add  1 ft  . (1  incht's  to  It'ngth  and  width  of  room  to 
allow  for  cornice  and  variation,  before  calculating  the  miinhcr  of  square  feet  required 
for  this  design. 


Gothic 


F^age  Twenly-five 


DESIGN  No.  1994. 

Composed  of  Ceiling  Plates  1609,  Mold  1674,  Filler  1689,  Cornice  1672. 

List  Price  based  on  Room  20  x 60  feet,  $11  39  per  100  Square  Feet. 

“ “ “ “ “ 18x26  “ 11  96  “ “ “ “ 

“ “ “ “ “ 12  X 16  “ 13  21  “ “ “ “ 

Cornice  drops  on  wall  7 inches,  add  1 ft.  (i  inches  to  length  and  width  of  room  to 

allow  for  cornice  and  variation,  before  calculating  the  number  of  scpiare  feet  required 
for  this  design. 
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Rococo 


DESIGN  No.  1996. 

Composed  of  Ceiling  Plates  1693,  Mold  1793,  Filler  1694,  Cornice  1792. 

List  Price  based  on  Room  20  x 60  feet,  $10  96  per  100  Square  Feet. 

<<  “ “ “ “ 18x26  “ 1183  “ “ 

**  ..  u w 12  X 16  “ 14  19  “ “ “ “ 

( 'ornicc  ilr()|)s  on  wall  10  inclic.'^,  add  12  ft . 0 inclu's  to  length  and  width  of  room  to 

allow  for  eorniee  and  variation,  hefon-  eahadat  ing  I he  nuinher  of  siiuare  feet  required 
for  t hi>  design. 


Rococo 
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DESIGN  No.  2008. 

Composed  of  Ceiling  Plates  1608,  Mold  1793,  Filler  1694,  Cornice  1792. 

List  Price  based  on  Room  20  x 60  feet,  $10  96  per  100  Square  Feet. 

“ “ “ “ “ 18  X 26  “ 11  83  “ “ “ “ 

“ “ “ “ “ 12  X 16  “ 14  19  “ , “ “ “ 

Cornice  drops  on  wall  10  inches,  add  2 ft,  0 inches  to  length  and  width  of  room  to 

allow  for  cornice  and  variation,  before  calculating  the  number  of  square  feet  naniired 
for  this  design. 
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Rococo 


SIDE  WALL  DESIGN  No.  2043. 

Composed  of  Side  Wall  Plates  1846,  Comice  1792,  Wainscot  Plate  1847, 
Wainscot  Rail  1848. 

List  Price  based  on  Room  20  x 60  x 12  feet,  $11  84  per  100  Square  Feet. 

“ “ “ “ “ 18x26x12  “ 1197  “ “ “ “ 

“ “ “ “ “ 12x16x10  “ 12.21  “ “ “ “ 

Coriiict'  drops  on  wall  10  inches,  add  1 ft.  8 inches  to  length  and  width  of  room  to 
allow  for  eorniec  and  variation,  before  calculating  the  number  of  square  feet  required 
for  this  design. 
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Rococo 


SIDE  WALL  DESIGN  No.  2044. 

Composed  of  Side  Wall  Plates  1846,  Comice  1792. 

List  Price  based  on  Room  20  x 60  x 12  feet,  $12  03  per  100  Square  Feet. 

“ “ “ “ “ 18x26x12  “ 12  29  “ “ “ “ 

“ “ “ “ “ 12x16x10  “ 12  64  “ “ “ “ 

Comice  drops  on  wall  10  inches,  add  1 ft.  8 inches  to  length  and  width  of  room  to 
allow  for  comice  and  variation,  before  calculating  the  number  of  square  feet  required 
for  this  design. 
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Greek 


DESIGN  No.  1916-A. 


Composed  of  Ceiling  Plates  1616,  Molds  1661,  6 in.,  1678,  3 in..  Filler  1694,  Cove  1696. 

List  Price  based  on  Room  20  x 60  feet,  $12  73  per  100  Square  Feet. 

“ “ “ “ “ 18x26  “ 12  82  “ “ 

«<  “ “ “ “ 12  X 16  “ 13  62  “ “ “ “ 

('oniicc  drops  on  wall  I'J  inclics.  add  ‘2  ft.  I inclu's  to  haigtli  and  width  of  room  to 

allow  for  coriiicc  .ind  variation,  before  ealeulating  t he  number  of  scpiare  feet  retjuired 
for  this  design. 


Modern 


F’age  Tliirty-one 


'mm 


DESIGN  No.  1905-B. 


Composed  of  Ceiling  Plates  1605,  Mold  1662  Filler  1619,  Cornice  1644. 

List  Price  based  on  Room  20  x 60  feet,  $ 9 94  per  100  Square  Feet. 

“ “ “ “ “ 18  X 25  “ 10  48  “ “ 

“ “ “ “ “ 12  X 15  “ 11  26  “ “ “ “ 

Cornice  drops  on  wall  9' 2 inches,  add  1 ft.  11  inidics,  to  length  and  widtli  of 
room  to  allow  tor  cornice  atid  variation,  before  ealeiilal  itig  the  nntnber  of  s(iuare  feet 
retiuirei,!  for  this  design. 
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Modern 


DESIGN  No.  1907-A. 


Composed  of  Ceiling  Plates  1607,  Filler  with  Mold  1631,  Comice  1646. 

List  Price  based  on  Room  20  x 60  feet,  $ 9 94  per  100  Square  Feet. 

“ “ “ “ “ 18x26  “ 10  48  “ “ “ “ 

“ “ “ “ “ 12x16  “ 1126  “ “ “ “ 

Cornio('  drops  on  wall  (i  inclu's,  add  1 ft.  4 inches  to  length  and  width  of  room  to 

allo\y  for  cornice  and  variation,  before  calculating  the  number  of  scpiare  feet  required 
for  this  de.sign. 


Modern 
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DESIGN  No.  1990. 

Composed  of  Ceiling  Plates  1690,  Comice  1648. 

List  Price  based  on  Room  20  x 60  feet,  $ 9 21  per  100  Square  Feet. 

n ««  u li  i<  j_g  X 26  “ 9.44  “ “ “ “ 

“ “ “ “ “ 12  X 16  “ 10  08  “ “ “ “ 

Cornice  drops  on  wall  4 inches,  add  1 ft.  0 inches  to  length  and  width  of  room  to 
allow  for  cornice  and  variation,  before  calculating  the  number  of  .sriuare  feet  required 
for  this  design. 
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Modem 
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DESIGN  No.  1997. 


Composed  of  Ceiling  Plates  1797,  Cornice  1648, 

List  Price  based  on  Room  20  x 60  feet,  $ 9 21  per  100  Square  Feet. 

..  .<  *.  ..  18x26  “ 9 44  “ “ “ “ 

“ “ “ “ “ 12x16  “ 10  08  “ “ “ “ 

( 'ornii'c  drops  on  wall  1 inches,  add  1 fl.  0 iiich(  s lo  Icngt li  and  widt h of  room  to 

allow  for  cornice  and  variation,  before  calculating  the  numhci' ot  s(|Uarc  feet  rcijllil’cd 
for  t his  design. 


Modern 
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DESIGN  No.  2016. 

Composed  of  Ceiling  Plates  1816,  Cornice  1648. 

List  Price  based  on  Room  20  x 60  feet,  $10  08  per  100  Square  Feet. 

“ “ “ “ “ 18  X 26  “ 10  73  “ “ 

u u li  <<  12  X 16  “ 11  97  “ “ 

Cornice  drop.s  on  w.'ill  4 inclies,  add  1 ft.  0 inches  to  length  and  widt  h of  room  to 

allow  for  cornice  and  variation,  before  calculating  the  number  of  scpiarc  feet  r('(]uircd 
for  this  design. 


Modern 
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DESIGN  No.  2112, 

Composed  of  Ceiling  Plates  1612,  Cornice  1648. 

List  Price  based  on  Room  20  x 60  feet,  $10  08  per  100  Square  Feet. 

<<  » » » “ 18x26  “ 10  73  “ “ “ “ 

<■  ti  11  11  11  12  X 16  “ 11  97  “ “ “ “ 

Cornice  droits  on  wall  4 inches,  add  1 ft.  0 inches  to  length  and  width  of  room  to 

allow  for  cornice  and  variation,  before  calculating  the  number  of  square  feet  required 
for  this  design. 


Modern 
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DESIGN  No.  2113. 

Composed  of  Ceiling  Plates  1813,  Cornice  1648. 

List  Price  based  on  Room  20  x 60  feet,  $10  08  per  100  Square  Feet. 

“ “ “ “ “ 18x26  “ 10  73  “ “ 

“ “ “ “ “ 12  X 16  “ 11  97  “ “ “ “ 

Cornice  drops  on  wall  4 inclie.s,  add  1 ft.  0 inc’K";  to  length  and  width  of  room 

to  allow  for  cornice  and  variation,  before  calculating  the  naniher  of  square  feet  re(iuired 
for  this  design. 
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Modem 


DESIGN  No.  2114. 

Composed  of  Ceiling  Plates  1814,  Cornice  1648. 

List  Price  based  on  Room  20  x 60  feet,  $10  08  per  100  Square  Feet. 

“ “ “ “ “ 18x26  “ 10  73  “ “ “ “ 

“ “ “ “ “ 12  X 16  “ 11  97  “ “ “ “ 

( 'ornicc  drops  on  wall  1 inidios,  add  1 ft . 0 inehcs  to  length  and  width  of  room  to 

allow  for  cornice  and  variation,  heforc  cahadating  the  number  of  s()uare  feet  re<iuired 
for  I his  design. 


Modern 
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DESIGN  No.  2116. 

Composed  of  Ceiling  Plates  1816,  Cornice  1648. 

List  Price  based  on  Room  20  x 60  feet,  $10  08  per  100  Square  Feet. 

“ “ “ “ “ 18x26  “ 10  73  “ “ 

“ “ “ “ “ 12  X 16  “ 11  97  “ “ 

Cornice  drops  on  wall  1 inches,  add  1 ft.  0 inches  to  length  and  width  of  room  to 

allow  for  cornice  and  variation,  before  calctdating  the  number  of  .s(|uare  feet  re(|uire(l 
for  this  design. 
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Modern 


DESIGN  No.  2123. 

Composed  of  Ceiling  Plates  1623,  Cornice  1648. 

List  Price  based  on  Room  20  x 60  feet,  $10  08  per  100  Square  Feet. 

“ “ “ “ “ 18x26  “ 10.73  “ “ “ “ 

“ “ “ “ “ 12  X 16  “ 11.97  “ “ “ “ 

Cornice  (irojis  on  wall  4 inches,  add  1 ft.  0 inches  to  length  and  width  of  room  to 

allow  for  cornice  and  vtiriation,  before  calculating  the  miinher  of  square  feet  required 
for  thi.s  design. 


French  Renaissance 


F’age  Forly-one 


No.  1736  French  Renaissance  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

24  X 96  in. 

List  price,  $11  88  per  100  square  feet. 


No.  1721 — French  Renaissance  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

24  X 96  in. 

List  price,  $11  26  per  100  square  feet. 


No.  1722— French  Renaissance  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

24  X 96  in. 

List  price,  $11.88  per  100  square  feet 


No.  1740 — French  Renaissance  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

24  X 96  in. 

List  price,  $11 . 88  per  100  square  feet. 
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French  Renaissance 


s 

No.  1728 —French  Renaissance  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

24  X 96  in. 

List  price,  $9  38  per  100  square  feet. 


No.  1729  French  Renaissance  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

24  X 96  in. 

List  price,  $8  76  per  100  square  feet. 


M 
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No.  1719— French  Renaissance  Plate. 

Size  24  X 24  in 
24  X 48  in. 

24  X 96  in. 

List  price,  $9  38  per  100  square  feet. 


No.  1782  French  Renaissance  Center. 
With  Mold  6 in.  wide. 

Size  48  X 48  in. 

List  price,  $2.00  each. 


Italian  Renaissance 
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No.  1801  Outside  Corner  Plate. 

Size,  24  X 24  in. 

List  price,  $11  26  per  100  square  feet. 


No.  1800  Ceiling  Plate. 

Size  24  X 48  in. 

24  X 96  in. 

List  price,  $10  00  per  100  square  feet. 


No.  1803  Border  Plate. 

Size  24  X 24  in. 

List  price,  $12  60  per  100  square  feet. 


No.  1804  Outside  Corner  Plate. 
Size  24  X 24  in. 

List  price,  $12  60  per  100  square  feet. 
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Colonial 


No.  1624 — Colonial  Center  Plate. 
Size  24  X 24  in. 

List  price,  $12  60  per  100  square  feet. 


No.  1709 — Colonial  Panel  Plate. 
Size  24  X 24  in. 

Depth,  1}4  in. 

List  price,  $11  88  per  100  square  feet. 


No.  1723 — Colonial  Panel  Plate. 
Size  24  X 24  in. 

Depth,  1}4  in. 

List  price,  $11.26  per  100  square  feet. 


No.  1733 — Colonial  Triangular  Panel. 
Size,  24  X 24  X 24  in. 

Depth,  1}4  in. 

List  price,  $12  60  per  100  square  feet. 


Gothic 
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No.  1666  -Ceiling  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

List  price,  $10  00  per  100  square  feet. 


No.  1668  Ceiling  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

List  price,  $11  26  per  100  square  feet. 


No.  1666 — Ceiling  Plate. 

Size,  24  X 24  in. 

24  X 48  in. 

List  price,  $11  26  per  100  square  feet. 


No.  1609  -Ceiling  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

List  price,  $10  00  per  100  square  feet. 


Romanesque 
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No.  1627 —Corner  Plate. 

Size  24  X 24  in. 

List  price,  $11  26  per  100  square  feet. 


No.  1625  Border  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

List  price,  $11  26  per  100  square  feet. 


No.  1626  Corner  Plate. 

Size  24  X 24  in. 

List  price,  $11  26  per  100  square  feet. 


No.  1613 — Ceiling  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

24  X 96  in. 

List  price,  $11  26  per  100  square  feet. 


Rococo 
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No.[1604  “Ceiling  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

24  X 96  in. 

List  price,  $8  76  per  100  square  feet. 


No.  1608  Ceiling  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

List  price,  $10  00  per  100  square  feet. 


No.  1611 — Ceiling  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

24  X 96  in. 

List  price,  $10.00  per  100  square  feet. 


No.  1616  -Ceiling  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

24  X 96  in. 

List  price,  $10  00  per  100  square  feet. 
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No.  1606 — Ceiling  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

24  X 96  in. 

List  price,  $8  76  per  100  square  feet. 
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No.  1636— Side  Wall  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

24  X 72  in. 

24  X 96  in. 

List  price,  $8  76  per  100  square  feet. 


No.  1616 — Ceiling  Plate. 

Size  24  X 24  in. 

24  X 48  in. 

24  X 96  in. 

List  price,  $10  00  per  100  square  feet. 


No.  1610 — Ceiling  Plate. 

Size,  24  X 24  in. 

24  X 48  in. 

24  X 96  in. 

List  price,  $9  38  per  100  square  feet. 
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Modern 


No.  1816  Ceiling  Plate. 

Size  24  X 48  in. 

24  X 96  in. 

List  price,  $8  76  per  100  square  feet. 


No.  1816  Ceiling  Plate. 

Size  24  X 48  in. 

24  X 96  in. 

List  price,  $8  75  per  100  square  feet. 


No.  1814  -Ceiling  Plate. 

Size  24  X 48  in. 

24  X 96  in. 

List  price,  $8  76  per  100  square  feet. 


No.  1813  Ceiling  Plate. 

Size  24  X 48  in. 

24  X 96  in. 

List  price,  $8  75  per  100  square  feet. 
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Emblem  Plates 


No.  1850. 

Size  24  X 24  in. 
List  price,  $1  50  each. 


No.  1851. 

Size  24  X 24  in. 

List  price,  $1  60  each. 


No.  1862. 

Size  24  X 24  in. 

List  price,  $1  60  each. 


No.  1863. 

Size  24  X 24  in. 

List  price,  $1 . 60  each. 


Centers 
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No.  1809 — Italian  Renaissance  Center. 
Size  48  X 48  in. 

List  price,  $2  00  each. 


No.  1810 — Italian  Renaissance  Center. 
Size  36  X 36  in. 

List  price,  $1  60  each. 


No.  1812  -Ventilating  Center. 

Size  72  X 72  in. 

Center  Drop,  12  in. 

List  Price,  with  Zinc  Ventilator,  $32  00  List  Price, without  Zinc  Ventilator,  $6  76 
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Centers 


No.  1834  -Center. 
Size  48  X 48  in. 

List  price,  $1  60  each. 


No.  1833  Center. 
Size  48  X 48  in. 

List  price,  $1  60  each. 
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Ildtcl  (ilciu'oc  Dinin';  Hooni,  ( 'iiicinnai  i,  ()liiii. 
I'iilwai'ils  Pi'csscil  Sl(‘(‘l  ('riling:  Design  Xo.  111114. 


Alrlias  Pros.,  Confectioners,  ('ineinnati,  ( Ihio. 

Edwanl.s  Pressed  .Steel  Ceiling  Design  Xo.  IflMT,  Sid(>  (\’all  Design  Xi.a  2lsn, 
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Hardesty  it  Co.,  Florists,  Cincinnati,  Ohio. 
Edwards  Pressed  Steel  Ceilinf;  Design  No.  19(1,3. 


Ceo.  Colde  it  Co.,  Mini’s  Furnishings,  Cineinnat i,  Ohio. 
Fdwrr ’s  P.es.sed  Steel  Ceiling  Design  Xo.  2135. 


I ’dge  1"  lity-hve 


Jos.  Hock,  k'ni-nishiiii;  Cioods,  Dayton,  Ky. 
Hilwards  Pressed  Steel  Ceiling;'  Design  No.  P.IL’I). 


Stagge  liros.  Cafe,  Norwood,  Oliio. 
Edwards  Pressed  Steel  C'eiling  Design  Xo.  1994. 
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Mother  of  (lod  School  Auilitoriuin,  C'ovinwton,  K\'. 
FAlwanls  Pressed  Steel  Ceiling:  Design  Xo.  Itl20. 


(leo.  11.  I'idwiirds  Dining  Room,  Cincinnati,  Ohio, 
lidwards  Pressed  Steel  ( 'eiling  Design  No.  lOhti,  Side  Wall  Design  Xo,  1!)S4. 


I'agt-  f ifty-seven 


'fill'  fiimiilli'f- f-fciiicliii  ('ll.,  Spoi'iiiiii  (liiiiils,  ( 'iiiriiinal  i,  < I. 
falwafils  f’nsscil  Steel  ('eiliii”'  I tesifjn  .\ii.  I'.lll. 


Motficr  of  God  Scfiool  Assembly  Hoorn,  CoviiiKton,  f\y. 
Kdwards  Pressed  Steel  Ceiliii<>;  f)esit>:n  Xo.  HGO. 
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Lanliani  A:  Sons  (’o.,  Department  Store.  Rome.  tla. 
Edwards  Pressed  Steel  Ceilinj:  Desiirn  Xo. 


Roliemia  ('af('.  Hilliard  Hall.  Cineiimati.  Ohio. 
Edwards  Pressed  Steel  ('eilins  I)esi<inXo.  I'.l'JO. 
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MoviiiK  Picturo  Thcati-r,  Dayton,  Ky. 

Edwards  Pressed  Steel  C’eilinK  and  Side  Walls  Sirecial  Desipn. 


Morgan  Stationary  f'o.,  Cincinnati,  ( )hio. 
Edwards  Prc'ssed  Steel  ('eiling  Design  No.  2Pi.'). 
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Store,  Pt'ehles’  C'onier,  Ciiieiiniati,  ( ). 
E<hvanls  Pres.^ed  Steel  Ceilinir  Desiffii  No.  213.j. 


lireiidainoiir  S|)(jrting  (lood.s  C'o.,  C'ineiiinal i,  (), 
I'alwards  Pressed  Steel  ('eilini>:  I)esi}r|i  Xo.  2030. 
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'''•  Pi'-,  ■>  it  lOct.  Store,  ( ’inciniiati,  < ). 

I'-ilwards  Presseil  Steel  C'eilin”'  Desifin  Xo. 


Winner  Klein  iV:  ('o.,  Mi'ridian,  Mis-;. 

Edn-ards  Pressed  Steel  Ceilinsr  Design  Xo.  also  Metal  C'olnnins  and  Capitals 

I itrnished  eoinplete. 
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The  Koi’b  Lithogra|)li  Co.,  Cinciiiiiali,  (). 

I jlwanls  Pre.^sc'd  Steel  Ceiling  De.sign  Xo,  2135. 


I'ingine  Co.  Xo.  4-1,  ('incinnati,  Ohio. 

Pilwanl.-^  I’res.-icd  Stec'l  Cialing  De.'^ign  Xo.  1!»20,  with  Special  Ream  elTect. 


Page  Sixty-three 


Chas.  A.  Smith  A Son,  Utidcrtakers,  Xewjjort,  Ky. 

Edwards  Pressed  Steel  Coiling  Design  Xo.  2004,  Side  ^^'all  Design  Xo.  1984. 
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AVERY  ElBRARY 
COLUNIBIA  UNIVERSITY 


Stitt liotT  Ctift',  Prico  Hill,  ( ■iiiciiiiitit i,  Ohio, 
l iilw oi'd.s  I’l'cssod  Steel  C'eiliiis;  I)esit!;ii  No.  '20U1,  Side'  all  I)e.''if!;n  No.  1942. 


Directions  for  Applying 


Always  hcKiii  lay  olT  cciliiifi  at  c’ctitcr  line  ami  work  each  way  to  walls.  Strike 
fluilk  lines  the  leii}jth  of  the  room  at  distatices  shown  by  lines  on  working;  plan  whieh 
inilieate  the  eenters  of  lapping  heads  on  the  plates  and  inonldings.  ( )n  these  lines 
nail  %xl‘4  ineh  furring  strips.  Cut  eross  stiips  to  tit  between  these  strips  ami  |)lace 
them  as  shown  by  lines  on  working  plan.  Nail  strijjs  in  atigle  of  ceiling  and  wall  at  a 
distance  from  wall  ('(jual  to  tlu'  projection  of  the  cornice  to  receive  the  cornice  brackets. 
Strips  should  be  brought  to  a level  by  drivitig  wetlges  between  the  strips  and  old  ceil- 
ing or  joists,  or  the  ceiling  will  |)resent  an  utieven  ai)pearancc  wheti  finished. 

'I'he  field  should  be  applieil  first,  then  the  C'(jrnicc,  Mold,  and  last,  the  Filler. 
The  Filler  is  always  sent  1 or  2 inches  wider  than  the  dimensions  of  the  room  call  for, 
to  provide  for  any  unevenne.ss  in  the  widls.  Place  tlu'  bead  on  the  filler  so  as  to  cover 
the  flange  on  the  cornice  and  slip  the  otlu'r  side  of  filler  utider  the  bead  t)n  the  mold, 
then  nail  the  mold  tight.  Fse  a sharp  punch  for  making  nail  lioles  where  tliere  arc  more 
than  two  thicktiesses  of  metal.  Close  or  swedge  with  a small,  dull  tool  any  joints 
which  may  not  have  lappeil  tightly. 


r urring  Strips  x 134  inch  Soft  Wood,  can  be  applied  over  Old  Plaster,  direct  to 

Joist  or  Wood  Ceiling. 

1 Construction  of  False  Beam. 

2 Brace  Form. 

3-4-5  Furring  Strips  For  Ceiling, 
t)  Cornice  Bracket. 

7 Furring  Strips  at  bottom  of  Cornice  or  Cove. 

S Cove. 

9  Side  Wall. 

10  Construction  of  False  Beam. 

1 1 Showing  small  Cornice  at  t he  top  of  large  Cove. 


N'j.  1786 — Zinc  Ventilatmg  Center. 


Diameter,  40  in.;  Projection,  12  in. 
NET  PRICE,  $7.50  EACH. 


